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ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

005753 

R 141547Z APR 75 
FM AMEMBASSY MOSCOW 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 9247 

UNCLAS MOSCOW 5139 

USDOC FOR BEWT/TPD THOMPSON 
BIC/OIM/SESIGN/AM AMS/BROWN FROM BLOW 

E.O. 11652: N/A 
TAGS: BEXP UR 

SUBJECT: INTERORGTECHNIKA 75 (1-75) 

REF: A) TELCON BLOW/ADAMS/BROWN APRIL 9 B) MOSCOW 4628 

1. DEPUTY DIRECTOR USCOMOFF MET WITH USSR CHAMBER OFFICIALS 
APRIL 14 TO DISCUSS PAVILION FIVE AS USA SITE FOR 1-75 
(REFTELB). 

2. DISCUSSIONS CENTERED AROUND POSSIBILITY OF RECONFIGURING 
THREE RECTANGLES AT FRONT OF BUILDING (TWO 187 METERS SQUARE 
EA. AND ONE OF 405 METERS SQ.) REF A. ENGINEER BERNSTEIN 

HAD NO OBJECTIONS AS LONG AS UDDOC DESIGNS FIVE METER AISLE 
AT ENTRANCE AND MAINTAINS MINIMUM 3.5 METER AISLES BETWEEN 
RECTANGLES. THIS APPLIES TO FRONT THREE RECTANGLES ONLY. 

3. CONFIGURATION OF REAR THREE RECTANGLES MUST REMAIN AS 
GIVEN IN THAT FRG PAVILION WILL BUTT AGAINST USA. IN OTHER 
WORDS, 3.5 METER AISLE RUNS FROM COLUMN 8 THROUGH COLUMN 17. 
MIRROR IMAGE AT TOP OF PLAN IS ALSO UNCHANGEABLE. 

4. AISLES WHICH USDOC DEEMS NECESSARY IN 475 METERS SQ. AND 
405 METER SQ. RECTANGLES MUST BE MINIMUM 3.0 METERS WIDE. 

5. ALL FIRE BOXES (FOUR IN U.S. AREA) MEASURE 1.20 METERS 
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DOOR OPENING LEFT TO RIGHT. 

6. PAVILION LIGHTING: OVERHEAD FLUORESCENT. ELECTRICAL POWER 
MOUNTED ON COLUMNS AT LEAST 2.5 METERS FROM FLOOR. 

7. CHAMBER INDICATED THAT USA COULD USE EXISTING PRESSBOARD 
SIGN MOUNTED ABOVE ENTRANCE. SIGN MEASURES 2 METERS X 24 
METERS. USA WOULD HAVE LEFT-HANDED SIDE OR 12 METERS LINEAR. 
FRG WOULD USE RIGHT SIDE OF REMAINING 12 METERS. QUESTIONS 
REGARDING PRICE NOT DISCUSSED. 

8. DEPUTY DIRECTOR USCOMOFF SIGNED AMENDED APPLICATION FOR 
1506 SQUARE METERS AT THE NET RATE OF 21 RUBLES PER SQUARE 
METER FOR TOTAL 31,626 RUBLES. CONFIRMED CONTRACT AND INVOICE 
FOR SPACE WILL BE PREPARED AND DELIVERED TO USCOMOFF BY APRIL 
15. SUGGEST USDOC/BEWT SEND NECESSARY FUND CITE BY MAY 1 

TO MEET REQUIRED PAYMENT DEADLINE. 

9. EMBASSY WOULD ALSO APPRECIATE RECEIVING VIA TELEGRAM, 
TELEPHONE OR MOST EXPEDITIOUS MEANS AVAILABLE, DESIGN CONCEPT 
OF RECONFIGURATION FRONT THREE RECTANGLES. DDIR PROMISED TO 
SUBMIT OVERLAY OF REDESIGN TO CHAMBER ASAP. DDIR FURTHER 
PROMISED TO SUBMIT FINAL DESIGN PLAN TO CHAMBER FOR APPROVAL 
ON OR BEFORE 15 JUNE 1975. PLEASE ADVISE IF THIS DATE NOT 
POSSIBLE. 

STOESSEL 
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